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TAGS: ABLD, ASEC, ACOM, UR 

SUBJ: A/C CHILLERS AND GENERATOR EXHAUSTS, OB 

REF: STATE 277114 

1. WOOD AND MATERIALS REQUIRED FOR CONSTRUCTION OF PLYWOOD ROOM 
FOR CHILLERS AS DISCUSSED IN REFTEL IS ESTIMATED AT DOLLARS FOUR 
HUNDRED FIFTY. REQUEST FUND CITATION. 

2. CATALOGS ON HAND FAIL TO INDICATE FIVE OR SIX INCE ID BLACK 

IRON SCHEDULE 40 PIPE AS RECOMMENDED FOR GENERATORS. PROCUREMENT 
SHOULD BE INITATED STATESIDE. A TOTAL OF 85 FEET IS REQUIRED. 

POST WOULD APPRECIATE INSTALLATION INSTRUCTIONS, IE. TYPE OF 
BASE SUPPORT, CLAMPS AND STAND-OFFS REQUIRED (ROOF OVERHAND 
18 INCHES), TYPE OF COUPLINGS " FLEXIBLE EXHAUSTS CONDUITS 
FROM GENERATORS TO BLACK PIPE). 
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